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UNCLASSIFIED 

PAGE 01 BERLIN 05516 150932Z 
ACTION CU-04 

INFO OCT-01 EUR- 1 2 ISO-OO /017 W 

151104Z 036812/17 

R 150810Z MAR 77 
FM AMEMBASSY BERLIN 
TO SECSTATE WASHDC 4308 
USIA WASHDC 

UNCLAS BERLIN 5516 

EO 1 1652: NA 
TAGS: 

SUB J : 35 MM PROJECTOR INSTALLATION 

REF: STATE 049882 


Message Text 


1 . ON BASIS OF REFTEL, ASSUME 35MM PROJECTORS TO BE SENT 
SHORTLY OR ALREADY ENROUTE. REQUEST PROVIDE ETA. FOR 
PURPOSES OF LENS SELECTION, DISTANCE FROM SCREEN 

TO PROJECTION BOOTH IS 13.8 METERS; SCREEN IS 2.2 BY 5.47 
METERS. REQUIRE LENSES FOR STANDARD AND WIDE SCREEN 
FILMS; ALSO APPROPRIATE APERTURES. 

2. WILL NECESSARY SOUND SPEAKERS BE INCLUDED IN PROJECTOR 
SHIPMENT? ARE SPEAKERS FOR 35MM FILM COMPATIBLE FOR USE 
WITH 16MM VICTOR PROJECTORS AND WITH PORTABLE PA SYSTEMS? 

DO PROJECTORS COME EQUIPPED WITH STANDS, OR WILL POST NEED TO 
PROCURE HEAVY-DUTY TABLES? REQUEST ADVISE ANY SPECIAL 
EQUIPMENT OR PROCEDURES REQUIRED FOR INSTALLATION 35MM UNITS 
WHICH POST ASSUMES ARE TO BE PERMANENTLY MOUNTED IN 
PROJECTOR ROOM. POST ANXIOUS TO COMPLETE INSTALLATION 
INTIME FOR SHOWING OF 35MM "ONE FLEW OVER CUCKOO S NEST" 

IN LATE APRIL.POLANSKY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FILMS, EQUIPMENT, AUDIOVISUAL SERVICES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 15-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BERLIN05516 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770088-0572 
Format: TEL 
From: BERLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770360/aaaacalr.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 72397bb8-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 49882 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3111642 
Secure: OPEN 
Status: NATIVE 

Subject: 35 MM PROJECTOR INSTALLATION 
TAGS: SCUL, US, GC 
To: STATE USIA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/72397bb8-c288-dd11-92da-001cc4696bcc 
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